INTERIOR  OF  "OLD  NORTH  CHRUCH" 
OF  PAUL  REVERE  FAME 
Salem  Street,  Boston,  Mass. 

Showing  the  chancel,  the  "wine  glass" 
pulpit  with  reading  desk  below  and  sound- 
ing board  above,  and  one  of  the  1724 
brass  candle  chandeliers.  The  original  high 
box  pews,  designed  for  warmth,  are  still 
used.  Services  every  Sunday. 
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